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Abstract 



The Drosophila embryo develops a robust epidermal layer that serves both to protect the internal cells from a harsh external environment as well 
as to maintain cellular homeostasis. Puncture injury with glass needles provides a direct method to trigger a rapid epidermal wound response 
that activates wound transcriptional reporters, which can be visualized by a localized reporter signal in living embryos or larvae. Puncture or laser 
injury also provides signals that promote the recruitment of hemocytes to the wound site. Surprisingly, severe (through and through) puncture 
injury in late stage embryos only rarely disrupts normal embryonic development, as greater than 90% of such wounded embryos survive to 
adulthood when embryos are injected in an oil medium that minimizes immediate leakage of hemolymph from puncture sites. The wound 
procedure does require micromanipulation of the Drosophila embryos, including manual alignment of the embryos on agar plates and transfer 
of the aligned embryos to microscope slides. The Drosophila epidermal wound response assay provides a quick system to test the genetic 
requirements of a variety of biological functions that promote wound healing, as well as a way to screen for potential chemical compounds that 
promote wound healing. The short life cycle and easy culturing routine make Drosophila a powerful model organism. Drosophila clean wound 
healing appears to coordinate the epidermal regenerative response, with the innate immune response, in ways that are still under investigation, 
which provides an excellent system to find conserved regulatory mechanisms common to Drosophila and mammalian epidermal wounding. 



Video Link 



The video component of this article can be found at http://www.jove.com/video/50750/ 



Introduction 



Manipulation of Drosophila embryos using a microinjection technique is a well-established assay 1 . The significance of the epidermal wound 
response reporter method is to combine the protocol for puncture/microinjection with fluorescent reporters and visualize an in vivo response to 
epidermal injury in Drosophila embryos. The goal of this method is to enable a broader set of scientists to use Drosophila as a tool to investigate 
the processes that regulate the transcriptional response to epidermal puncture injury. The single-layered epidermis in Drosophila provides a 
simple system to study an epidermal wound response after a puncture injury 2 . The Drosophila embryo is a robust model system to genetically 
dissect the stages of wound repair, including wound response, inflammation, and reepithelialization 3 . This is in part because many or most 
zygotic mutants survive to the end of embryogenesis and develop epidermal barriers even when developmental patterning goes profoundly awry. 
Previous characterization of a well-conserved transcription factor Grainy head (Grh), identified that Grh-target genes Dopa decarboxylase (Ddc) 
and tyrosine hydroxylase (pie) are transcriptionally activated around the sites of injury 4 . Drosophila as a model organism for wound response 
provides a complementary line of investigation to advance studies in mammalian wound healing 5 . Subsequent studies have identified additional 
Drosophila wound-induced genes and developed a "toolkit" of many fluorescent wound reporters to monitor the in vivo epidermal wound 
response to clean wounding 6 . Recent reports on the regulation of Drosophila wound healing have focused on the wound closure phenotype, 
allowing discovery of many pathways regulating cell migration 7,8 . With the analysis of the fluorescent wound reporters, our studies have identified 
a novel set of genes required for the localized expression of epidermal wound-inducible genes 9 . One of the merits of the wound response 
reporter method is that the results provide more insight into a mechanism of how signals are transduced from the site of injury to the neighboring 
cells. However, one of the demerits of the wound response reporter method is that the results do not directly link to phenotypes in wound healing 
or repair. Broader use of the clean wound puncture protocol in genetic and chemical screens will allow new regulators of the transcriptional 
response to epidermal wounding to be identified and further the translation of wound healing discoveries into mammalian models of injury 
treatments. 



Protocol 



The Drosophila embryonic wound protocol can be summarized in five steps: (1) Embryo Collection, (2) Embryo Preparation (3) Embryo 
Wounding, (4) Embryo Microinjection, and (5) Embryo Fixation. 
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1. Embryo Collection 

1 . Collect adult flies, 2-3 days after eclosing, add 50 females and 25 males to an embryo collection cage. 

2. Place a fresh apple juice agar plus yeast plate each morning for 3 days. 

Notes: For optimal embryo collection, cycle the flies on a 12 hr diurnal schedule in a 25 °C incubator (05:00 lights "ON" and 17:00 lights 
"OFF"); female flies respond to changes in the light cycle and will deposit larger quantities of eggs during a switch from lights "ON" to lights 
"OFF"' 11 . 

3. In the afternoon of Day-3, place a fresh apple juice plus yeast agar plate on the cage and collect embryos for 2 hr. Place a new yeast plate on 
the cage and save the 2 hr collection plate. 

4. Store the collection plate for an additional 14 hr at 25 °C to age the embryos. 

Notes: Wound healing can be assayed at any stage during Drosophila development; the wound-induced transcriptional reporters described 
in this paper have an optimal activity between stages 15-16 12 . By late stage 17, the embryo is too old to easily pierce the maturing cuticle 
and efficiently activate the wound reporters or detect wound-induced transcription. To allow the collection time and the wounding time to occur 
during peak lab hours, we follow a schedule of embryo collection for 2 hr (16:00-18:00), exchange the collection plate with a new plate at 
18:00, age the collection plate at 25 °C for 14 hr (overnight), and wound the embryos at 08:00 (next day). 



Notes: This protocol includes the use of many tools and objects that are sharp or made of glass. Handle all sharps and glass objects with care to 
avoid personal injury. 

1 . Gently remove embryos from collection plates with a paintbrush by adding 2-3 ml water to plate and swirling. Transfer water and embryos 
from plate to nylon mesh and collection tube. 

2. Add 4-5 ml of bleach to the cap of a plastic Petri dish plate and soak the mesh covered end of the collection tube containing the embryos in 
bleach for 2 min; which removes the outer eggshell of the embryo. Manually rotate the collection tube a couple of times to prevent embryos 
from clumping in the bleach. Rinse embryos with water 10x and dry the mesh covered collection tube containing the dechorionated embryos 
on a paper towel. 

3. Use a dissecting needle to transfer #50 embryos from nylon mesh to an agar plate. We add green food coloring to the agar plate to add 
contrast and aid in embryo alignment. Under a dissecting microscope, make two parallel rows of #25 embryos, aligning the embryos on the 
slide so that they will be at right angles to the puncture needle on the microinjection apparatus. Leave a little space (about 1 embryo length) 
between the embryos for gas exchange purposes. The two parallel rows should be approximately 5 mm apart. 

4. Place a slide with double stick tape on top of the aligned embryos and carefully press the slide to transfer embryos from the green plate to the 
slide. Then air dry the embryos #25 min to reduce internal pressure on the embryo and prevent a burst when wounding. 

5. Place 2-3 drops of halocarbon oil mix over the embryos to prevent further dehydration. 

3. Embryo Wounding 

1 . Place the embryo slide in the injection microscope stage. Find the embryos in the field of view and practice moving the stage of the inverted 



Notes: Before working with the needle, focus on middle plane of embryo along the dorsoventral axis. To allow for efficient wounding of the 
aligned embryos, begin wounding the row closer to the needle apparatus. Move the stage to bring the top of the row of aligned embryos into 
the field of view. 

2. Carefully place and secure a pulled-needle in the needle holder. Use the micromanipulator to move the needle down toward slide. Align the 
needle with the embryo, in same focal plane. Once the needle is in focus with the embryo, do not move the needle with the micromanipulator. 

3. Move the stage to puncture the embryo through and through, then move to the next embryo in the row. When done wounding the first row, 
use the micromanipulator to move the needle completely up and away from the stage before moving the slide; manually rotate the slide 
180° and wound the second row. 

4. Store the embryos under halocarbon oil at room temperature and proceed with embryo fixation if doing in situ hybridization or antibody 
staining (see Procedure step 5). Alternatively, store the embryos for 4-6 hr under halocarbon oil and proceed with wound transcriptional 
fluorescent reporter visualization (Representative Results). 

Notes: For the visualization of the fluorescent reporter, we anesthetize the embryos using 50% 1-phenoxy-2-propanol 13 . The embryos are 
removed from the halocarbon oil and placed on a new slide. We place glass beads around the embryos, add a few drops of the anesthetic, 
and place a cover slip on the embryos. 



Notes: The microinjection apparatus that we use in the protocol is not automated to deliver specific volume during the assay. We add a dye to 
the solution to visualize the microinjection and try to normalize the volume delivered. If too much solution is injected into the embryo, the vitelline 
membrane will burst. 

1 . Load needle from the rear with 1 pi of chemical solution plus dye (e.g. 0.6 M H 2 0 2 ). Allow capillary action to draw the chemical solution to the 



2. Embryo Preparation 



microscope. 



4. 



Embryo Microinjection 



tip of the needle. 
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2. To break a needle, place a cover slip at an angle on a slide and coat the edge with halocarbon oil mix. Bring the mounted needle into 
focus with the edge of the angled cover slip and gently move cover slip edge across the tip of the needle until broken. Apply pressure on 
microinjection apparatus and check that the chemical solution plus dye is flowing out the needle. 

3. Place the slide containing aligned embryos on the microscope stage. Proceed to focus the embryo and the needle in the same plane. 
Simultaneously puncture and microinject chemical solution plus dye into each embryo. 

Notes: Clogged needles occur frequently; break a new needle to avoid incomplete microinjection. A blunt needle tip does not wound as 
cleanly as an angled needle tip. Adjusting the coverslip to a non-90° angle during breakage is optimal to produce an angled needle tip. 

5. Formaldehyde Fixation 

Notes: The chemicals used in this Drosophila fixation are harmful. Use personal protective equipment (e.g. gloves, laboratory coat, and safety 
goggles) when handling the chemicals. Follow individual institutional guidelines for disposal of regulated chemicals. 

1 . After wounding, wait 15, 30, 60, or more minutes for the transcriptional activation of wound-induced genes to occur. To remove embryos from 
injection slides, carefully drain the halocarbon oil mix from the slides, lean the slide against a rack and blot the end with a Kimwipe. 

2. Use a glass pipette to rinse heptane over the slide and wash the rinse liquid into a glass Petri dish. Heptane will dissolve the tape and release 
the embryos. Continue to rinse until all the embryos are removed from the slide. Proceed to the next slide, until all embryos are removed from 
slides. 

3. Transfer the heptane plus embryo solution from the glass dish into a 20 ml scintillation vial. Shake the vial for 2-3 min, remove the heptane 
and add 5 ml of fresh heptane. 

4. Add 5 ml of fresh, fixation solution (see reagents list for recipe). Cap the vial and attach to an orbital platform shaker. Shake the vial 
containing the embryos for 25 min at 220-230 rpm. 

5. After shaking, let the bubbles at the interface pop. Completely remove the bottom, aqueous phase with a pipette, avoiding pulling up the 
embryos. The bottom layer consists of the fixation solution and should be disposed properly. 

6. Add 5 ml of methanol, cap the vial and shake vigorously by hand for 20-30 sec, swirl and place it on the bench. Wounded embryos will stay at 
the interphase and will not sink to the bottom. 

Notes: After fixation the vitelline membrane of an unwounded embryo will normally burst during the dehydration step with methanol. However, 
the vitelline membrane in a wounded embryo is already broken and the dehydration step will not remove the vitelline membrane. Hand- 
devitellinzation is required to complete the fixation protocol. 

7. Carefully remove the top heptane layer and then add 5 ml of fresh methanol. Shake the vial and the embryos should sink. 

8. Remove the methanol plus embryo solution with a glass transfer pipette and collect in a nylon mesh collection tube in a glass dish. 

9. Remove the methanol and rinse the embryos with 1x PBS solution. 

10. Transfer the embryos from the nylon mesh to an apple juice plate. Spread the embryos out along the surface of the plate. 

1 1 . Transfer the embryos to a double stick tape glass slide. Cover the embryos with 1x PBS. 

Notes: The embryos tend to clump because of the vitelline membrane. Using an apple juice place allows for quick separation of the clumped 
embryos. The embryos must be removed from the plate and transferred to a double stick tape glass slide because embryos sink into the agar 
plate when force is applied to remove the embryo from the vitelline membrane. 

12. Carefully push the embryos with a dissecting needle to "pop" the vitelline membrane. The embryo should sink in the PBS. 

13. Use a glass pipette to transfer the 1x PBS plus embryos to a 1 .5 ml tube. Rinse the embryos with 1x PBS and store at 4 °C. Proceed to 
dehydrate the embryos using an EthanohPBS series and continue with in situ hybridization or immunolocalization protocol 14 . 



Representative Results 



To obtain the results shown in this method, the open reading frame of green fluorescent protein (GFP) is fused to a promoter/wound-induced 
enhancer sequence from Dopa Decarboxylase {Ddc) and DsRed is fused to a wound enhancer sequence from tyrosine hydroxylase (p/e) 4,6 . 
In a live Drosophila embryo, maturation of the fluorescent wound reporter protein is optimal 4-6 hr after wounding, which allows time for the 
accumulation of sufficient protein to visualize, as well as time for the fluorescent protein to oxidize to the fluorescent state 15 . To observe the 
reporter localization, a compound fluorescent microscope is sufficient. To observe a higher magnification of the reporter localization, a confocal 
microscope is optimal to generate a maximum projection of multiple optical sections (Figure 1). Confocal in vivo imaging of Drosophila embryos 
is complicated by the rapid undulations of the embryo. . A full-view of embryo can be obtained with 20X objective and a close-up view of wound 
site can be obtained with 40X objective. A top-view of epidermal wound reporter localization can be imaged with 1 0 successive 1 urn optical 
sections. A lateral-view of epidermal wound reporter localization can be imaged with 40 successive 1 urn optical sections. 

Using standard genetic crossing methods, it is possible to combine wound reporters with genetic mutations. One example presented in this 
paper is Flotillin-2 (F/o-2), because loss-of-function (null allele generated with P-element insertion) and gain-of-function (overexpression 
generated with ubiquitous expression in all cells) mutants of Flo-2 demonstrate the Flo-2 gene product is necessary and sufficient to inhibit the 
localization of the Ddc-GFP wound reporters 9 (Figures 2A and 2B). Using the microinjection protocol, it is possible to test whether introduction 
of chemical solutions superactivates or inhibits the localization of wound reporters. Chemically-wounded embryos were simultaneously wounded 
and injected with a 1 :4 ratio of 1 % toluidine blue dye and solubilized compounds. Toluidine blue dye allowed for visual confirmation of solubilized 
compounds being injected into the body cavity. Control embryos were wounded with a broken needle containing 1:4 ratio of 1% toluidine blue 
dye and solute without chemical. Two examples presented in this paper are hydrogen peroxide (H 2 0 2 ) and methyl-B-cyclodextrin (MBCD), 
because both chemical solutions are sufficient to globally activate the localization of the Ddc-GFP wound reporters (Figures 2C and 2D). 
Hydrogen peroxide (H 2 0 2 ) was diluted in H 2 0 to 0.6 M. Methyl-B-cyclodextrin (MBCD) was solubilized in 1 mM NaOH to 3 mM. Using the embryo 
fixation protocol, it is possible to detect the transcription activation of wound response genes in a localized domain, surrounding a wound site. 
One example presented in this paper is the in situ hybridization of RNA probes to detect Ddc and pie transcripts 4,6,9 (Figures 3A and 3B). 
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Figure 1. Ddc-GFP and p/e-DsRed wound reporter localization. Brightfield and fluorescent images in wounded wild type embryos. (A) Top- 
view of Ddc-GFP wound reporter. (B) Top-view of p/e-DsRed wound reporter. All images were collected on a Leica SP2 confocal microscope, 
with 20X objective. Arrows mark site of wound. Dashed lines in the data panels mark the outlines of embryos. Click here to view larger image. 
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Figure 2. Localization of the Ddc-GFP wound reporter in genetic mutant backgrounds and chemical microinjected embryos. Brightfield 
and fluorescent images of wounded Flotillin-2 (Flo-2) mutant embryos. (A) Loss-of-function Flo-2 {KG00210} mutants, expansion of reporter 
activity throughout all epidermal cells. (B) Gain-of-function Flo-2 (armadillo-GAL4, UAS-Flo2) mutants, inhibition of reporter activity throughout all 
epidermal cells. (C) Hydrogen peroxide (H 2 0 2 ) solution microinjection, expansion of reporter activity throughout all epidermal cells. (D) Methyl- 
P-cyclodextrin (MpCD) solution microinjection, expansion of reporter activity throughout all epidermal cells. All images were collected on a Leica 
SP2 confocal microscope, with 20X objective. Arrows mark site of wound. Dashed lines in the data panels mark the outlines of embryos. Click 
here to view larger image. 
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Figure 3. Detection of wound response gene RNA transcripts. Fluorescent images of in situ hybridization and RNA detection in wounded 
wild type embryos. Ddc (A) and pie (B) RNA transcripts accumulate around the wound site. All images were collected on a Leica SP2 confocal 
microscope, with 20X objective. Arrows mark site of wound. Dashed lines in the data panels mark the outlines of embryos. Click here to view 
larger image. 
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Wound Response Reporters 


Drosophila Function Fluorescent Gene 


Reporter Phenotypes 


wild npe grainy head Flotillin-2 


Dopa Decarboxylase (Ddc) 


Cuticle Protein 


GFP 


local none global 


tyrosine hydroxy lase (pie) 


Cuticle Protein 


DsRed 


local reduced global 


misshappen (msn) 


JNK-KKK 


DsRed 


local none global * 


krotzkopf verkehrt <kk\) 


Chitm synthase 


DsRed 


local local global * 




• = RNA expression 



Table 1. Summary of epidermal wound response reporters. Insertions of the four wound response reporters (Ddc, pie, msn, kkv) are 
available on both the second and third chromosomes. All of the wound response reporters activate the fluorescence gene (GFP or DsRed) in 
a limited number of epidermal cells surrounding the site of puncture injury in the wild type background (e.g. "local" phenotype). Ddc and msn 
wound response reporters require Grh for activation of the fluorescence gene after puncture injury (e.g. "none" phenotype). All of the wound 
reporters require Flo-2 for localization of the fluorescence gene after puncture injury (e.g. "global" phenotype). Click here to view larger image. 



Discussion 



An immediate transcriptional regulatory response to external cues allows cells to coordinate a localized response to extracellular stimuli, which 
can include stress, damage, or infection. The improper control of a localized response can have damaging effects on neighboring cells, as well 
as a waste of resources to repair the injury. The Drosophila embryo provides an excellent system to conduct basic wound healing experiments 
in an inexpensive and easy-to-maintain model organism. The potential for collaborations between research in other model organisms and 
Drosophila provides a unique opportunity to explore many biological questions. 

An additional technique of the wound reporters is the genetic combination of mutant backgrounds, providing an efficient method for testing 
the contribution of new genes to the activation of the epidermal wound response pathway. We have epidermal wound-induced transcriptional 
reporters available on both the 2 nd and 3 rd chromosomes 5 . In this study we use UAS and GAL4 systems of overexpression 16 . For studies with 
lethal mutant alleles we determine the genetic background using a fluorescent balancer chromosome, e.g. Kruppel-GFP 17 . We have analyzed 
the wound reporter localization in several genetic backgrounds (Table - !). 

A possible modification of the technique is to combine microinjection and wounding. Microinjection can be used to introduce a chemical solution 
into the embryo. Several chemical compounds have been tested and were found to regulate the activity of the epidermal wound reporters 9 . This 
method of simultaneous wounding and microinjection can be useful to increase the number of cells in the Drosophila embryo that respond a 
wound signal and can be directly used to monitor gene expression changes after wounding 18 . A future application of the microinjection technique 
will be to test novel chemicals for regulation of the epidermal wound response. 

Drosophila as a model system for genetic studies offers a wide range of simple protocols to efficiently address complex questions. Recent 
reports on the feasibility of Drosophila techniques highlights the use of hemocyte migration 19 and parasitic wasp infection 20 as a means to 
further broaden the impact of the Drosophila research community. In addition to wound repair studies, Drosophila provides a classical model 
for regeneration with the imaginal disc system 21,22 . The combined advances in imaginal disc regeneration studies and puncture/microinjection 
wounding provides an excellent system to discover well-conserved components of tissue repair. 
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